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&. Ten beaters with automatic adjusting of the drum position for grinding 
eelluiose and linen and cotton material for the manufactura of @ superiors 
quality peper of 40-120 gr/® 2. 

Capacity of the beater: 5,000 liters. 

Concentration of the bulk: 5-% of the completaly dry bulk., 

Mounting of the beater in stainless metal with a sufficient quantity of 
lining plates. 

Individual drive, Textrope transmission. 

Electric motor and reaguring and control devices. 

For one beater ~ electrical equipment for 500 Volts, 

For five beaters ~ electrical equipment for 220/380 Volta. 


So Two Smit-Eran syst er. continous-operrtion beaters for grinding of cellu 
loss and of linen and cotton material for the manufacture of a superior 
quality paper of 40-120-r./N2. 

Poncentretion of the bulk: 6. &". of the completely dry bulk. 

Capacity: 5,000 liters. 

Mounted in stainless metal. 

One begier - electrice] equipment for 500 Volts. 

One beater - electrical equipment for 220/380 Volts. 


re) One crose-form mill, Strekkar-Kirchwer model with cross-bara on the 
" jointe and one buffer in special rubber. 
Soncentration of the bulk; 8 to 5% of the completely dry bulk. 
Capacity; up to ten tons in 24 hours.. 
220/380 Volts electrical equipment . 


a. Two working machines to purify the kaolin solution from foreign 
mixtures. 
Concentration of the svlution: 200 prains per liter. 
One machine; with a capacity of up to £ tons every 24 hours, 500 
Volt electrical equipment. The other mechine: with « capacity of up 
to 3 tons every 24 hovrs, 220/380 Yolt electrical equipment . 
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Pe o- Two super ca.9nders with iO eylinders for gfieazing naner of super 
qualitys 50 to 250 er/M2. 
Width, two meters. 
tubing for heating and ecoling the cvlinders, with ar initial raxirum 
speed of 10 meters per minute. 
One machine with excharsze paper cylinders. 


an 


e20/SEO Volt electrical equinrert. 


“ 


Po Pive floating traps for carrying off the fiber in waste water from 
the paper-vakinp rachines. 
Cepacity: 150 ¥3/per hour. 
Cancentration of the fiber to te earried off; 0.27 of the completely 
dry bulk. 


E<« Brush humidifiers for roistening the paper liner in rolls, 
Width; two meters. 
Two spare brush machines. 
Slectrical equipment: 220/380 Volts. 


cog? 
pes 
u 


Six wacnines for separating the bulk of peper from the mixtures 
at the tire of manufacture cf the superior quality payer 
Capacity: 20 M3 per hour. 

Three mackines with siectrical equipment for 500 Volts. 

Trree machines with electrical equinment for 220/380 Volts. 


4. Yuper l2-cvlinder calnders for riazine sungrior quality peper to the 
hiphest derree from 50 to 250 er/we. : 
Width; 3.3 meters, 
Tubings for heating ard ccolins the eylinders. 
Adjustment of the output speed in tre limits of 30 to 20. meters per win- 
ut » 
Initial speed: 12 meters por winute rasimum. 
One reserve machine with vaver evlinders. 
Wlectrical equipment for 506 Voits. 


dj» Three av.toratic cutters for cutting superior quality paper Prom 50 
to 250 grains/NZ.. 

#idth: 2,.2/meters. 

with avtomatic device rarulating the evt and warking the filipree. 
Klectrical equipmert for 220/3&0 Volts. 


i, fwo tools from 0.7 to 1.2 meters in width to pack paper in rolls. 
Blectrical equipment on one tool 500 Volts; on the other 220/380 
Volts. 

4. Four electric presses for packing superior quality paper in leaves 
of & minimum of 410 x 570mm. to a maximum of 900 x 1,200 mr. 


Two presses to have electrical equipment of 560 Volts, two of 220/3F0 
Volts, 


CONFIDENTIAL 


$s eT /CONTROI L,8, OFFICIALS ONLY 


Approved For Release 2001/03/05 : CIA-RDP82-00457R005600630012-2 


